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1. In the month of August 1953 the VEB Masehlnenfa'orlk Gorlitz manufactured 
and delivered to the Soviet Union 2 6 rotary pumps of 300 liters per minute 
capacity. 

2 . Parts for ring spinning machines for perlon were delivered to the VEB spinnine 

mill at Chemnitz . 0 
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